THE NEW LINCOLN 


AUTOMATIC DONUT MACHINE 


CAPACITY ‘iS 
40 DOZEN fee 
PER \ 


HOUR = 


AUTOMATICALLY 
CUTS, SIZES, SHAPES, 
FLOATS, COOKS, TURNS, 
AND DELIVERS DELICIOUS 
GOLDEN-BROWN DONUTS 


New LINCOLN DONUT MACHINE 


The air pump © at the bottom fills the air tank 
® with compressed air which flows through the 
pipe line to the air pressure regulator @ on the 
top of the machine. A dial adjustment of the regu- 
lator releases the right amount of air pressure 
through the gauge indicator into the dough tank 
® The air pressure gently forces precisely the exact 
amount of dough desired through the cutter, @ 
which shapes and cuts the wet dough dropping the 


The diagram illustrates 
the DCA gentle air cut- 
ting, float frying princi- 
ples recognized as the 
finest method of making 
fluffy, crisp, fully ex- 
panded, fat controlled 
donuts. 


pieces into the pockets of the spider @ revolving in 
the frying kettle. The shaped dough immediately 
floats to the surface of the hot fat. As it travels in 
the spider pocket the heat expands the dough and 
for 45 seconds it fries on one side. Then fully ex- 
panded it is turned © automatically and fried on 
the other side for 45 seconds and gently delivered 
from the machine down a chute @ to the receiving 


basket or conveyor. 


LINCOLN SPECIFICAT 


LAYOUT 
CHART 


posket srond 


PRODUCTION CAPACITY—Speed 40 dozen 
per hour. Average production 37 dozen per 
hour. 

CASE FINISH—Chromium Plate. 
DIMENSIONS—22” x 22” x 36” high. Floor 
area:°3.4 sq. ft. 

NET WEIGHT—490 lbs. actual machine. Crated 
weight: 625 lbs. 

DOUGH TANK CAPACITY—18-20 lbs. dry 
mix. Reload: 15 Ibs. 


FRYING KETTLE CAPACITY—Kettle holds 30 
Ibs. Fat. Auxiliary Tank: 6 Ibs. Fat. 


EXHAUST REQUIREMENTS—3” galvanized 
pipe at blower. 


MOTOR—\4 Horsepower. 


ONS 


machine stand 


ELECTRICAL CONSUMPTION-Rated maxi- 
mum: 4.4 Kilowats. Operating average: 2.5 
Kilowats. 


HEATING TIME REQUIREMENTS—30 to 45 


minutes. 


ELECTRICAL REQUIREMENTS — A.C. Single 
Phase or D.C. Current. Either 110 Volts or 220 
Volts. Wiring for 220 Volts should use 30 AMP 
two pole safety switch with 2 3£10 wires be- 
tween meter and machine. Wiring for 110 
Volts should use 60 AMP two pole safety switch 
with 2 +¢8 wires between meter and machine. 


NOTE—Kind of Current, Phase, Voltage and 
Cycles must be specified on order. 
A.C. 220 Volts—60 Cycle recommended. 


Entirely Automatic « Little Makes Perfect Donuts © Builds Big Sales! 


MARK OF 


DGA SERVICE 
only STARTS with 


of machine! 


sale 


Right after the machine is delivered to the baker, 
DCA service begins. An expert installs the ma- 
chine properly; sees that it operates and makes 
good donuis. He calls Back periodically to check 
On its Operation. A complete stock of replace- 
ment parts is maintained to insure machines 


being kept in steady, efficient running order. 


DCA’s major activity is assisting the baker to 
make and sell more donuts. It is but natural, 
therefore, for the baker to want to use DCA 
high quality donut mix which is designed for 
best use with the Lincoln Donut Machine. It gives 
greater yield... maintains low fat absorption. 
Makes the kind of donuts that builds sales. 
They re delicious, digestible, tender and light. 


The public likes them and wants to eat a lot 


OTHER DCA 


DONUT MACHINE 


of ‘em at a sitting. It’s the same popular delicacy 
that has upped donut sales in this country from 
25,000,000 dozen in 1920 to over 720,000,000 


dozen today. 


DCA service to the baker continues year 
‘round. It covers more than keeping machines in 
repair and giving instructions on how to make 
good donuts. Part of DCA’s cooperative assis- 
tance covers help in merchandising, suggestions 
for correct packaging, properly introducing 
donuts to consumers and dealers and many 
other promotional helps. That this service is of 
real help to the baker in constantly expand- 
ing his sales and profits, is evidenced by the 
growing list of the thousands now being served 
by DCA. 
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Standard A Model 

Continuous Action 

80 Doz. per hour 
Capacity 


2: 


Producer Model EC1 

Very Modern—Con- 
tinuous Action 

100 Doz. per Hour 
Capacity 
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